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E.O. 11652: N/A 
TAGS: SNAR, PK 

SUB J : NARCOTICS TRAINING FOR PAK MEDICAL OFFICERS 
REF: STATE 072973 

1. EMBASSY INFORMED MAY 15 BY LETTER FROM ECONOMIC 
AFFAIRS DIVISION THAT NOMINATIONS OF DRS. MOHAMMAD YAQUB, 
MALIK MUNIR AHMAD, AND ALI GOHAR LAGHARI HAVE BEEN CLEARED 
BY GOP. APPROVAL OF NOMINATION OF DR. IJAZ HAIDER IS 
EXPECTED IN FEW DAYS. 

2. IN CONVERSATION WITH MISSION REPS MAY 15. PNCB 
CHAIRMAN ORAKZAI GAVE VERBAL ASSURANCES THAT DOCTORS RE- 
CEIVING TRAINING UNDER THIS PROGRAM WOULD BE PLACED IN 
CHARGE OF TREATMENT CENTERS. PNCB, HAS, HOWEVER. POST 
PONED FOR SIX MONTHS REPLACEMENT OF OPIUM SHOPS WITH 
TREATMENT CLINICS. WHICH HAD BEEN SCHEDULED FOR 

JULY 1, 1974. 

3. PLEASE ADVISE REGARDING EXACT DATES OF TRAINING 
WITH PROPOSED PROGRAM AND PROVIDE FISCAL DATA. 

DECON UPON RECEIPT BYROADE 
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